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DIGITAL, SIMULTANEOUS, DISCRETE 
FREQUENCY GENERATOR 


BACKGROUND OF THE INVENT:ON 


1. Field of the Invention 

The present invention relates to the field of digital 
frequency synthesizers and in particular, relates to musi- 
cal tone generators and frequency synthesizers. 

2. Prior Art 

Frequency synthesizers are categorized ss cither ana- 
Jog or digital. In each category generators have been 
devised to produce cue frequency at a time or multiple 
frequencies simultaneously. 

Analog frequency synthesizers have been generally 
characterized by requiring a distinct electrical compo- 
nent for each discrete frequency. In other words, to 
create a number of frequencies an equal number of 
components such as resistors, inductors, switching cir- 
cuitry or oscillators are required to simu!taneously cre- 
ate the same number of frequencies. Complex switching 
circuits are devised to control switching between a 
smaller number of controlling components and a larger 
number of controlled oscillators, or tone generators. 
Large and complex circuits are the result. 

The design or digital circuitry often parallels prior 
analog circuitry used for simultaneous generation of 
frequencies. Such digital circuits also incorporate a 
generally linear increase in component count with an 
increase in the number of frequencies generated. For 
example, a separate oscillator is required for each fre- 
quency, such as a flip-flop, phase-locked-loop or mono- 
stable oscillator. Electronic or mechanical switching 
between frequency determining components such as 
resistors or crystals is also used in order to control as 
many oscillators as frequencies which are required. A 
small set of fixed frequencies may be heterodyned to 
create a larger set of frequencies. In the hoterodyning 
method, switching complexity increases as the number 
of simultaneous frequencies also increases. In addition, 
when heterodyning the set of fixed frequencies aeces- 
sarily becomes ever: larger when the frequencies which 
are ultimately desired sre not simply related. When 
digital counters are used as the basic element in fre- 
quency generators, the result is that the nuinber of digi- 
tal counters required equals the number of desired fre- 
quencies. The prior art uses a small number of separate 
oscillators to clock a number of counters to provide in 
turn a multiplicity of low frequency signals. Each de- 
sired frequency thus requires a separate counter. Shift 
registers have been used in the same manner as counters 
to produce a multiplicity of low frequency signals. 

What is needed then is circuitry and a methodology 
for simultaneously producing a large number of fre- 
quencies without necessitating a corresponding increese 
in the number of separable elements required to gener- 
ate the number of discrete frequencies desired. 


BRIEF SUMMARY OF THE INVENTION _ 


The present invention is an apparatus for simulta- 
neously generating a multiple of frequencies comprising 
a means for generating a plurality of base frequencies, a 
note memory, a comparison means, and an increment- 
ing means. The base frequency gencrating means is 
coupled to the note memory which is used fer storing as 
many Corresponding words as the number of the plural- 
ity of base frequencies. The comparison means is cou- 
pled to the note memory and addresses the memory and 
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compares the lowest order of bits of each word in the 
note memory to the corresponding base frequency. The 
tate of comparison of the comparison means is greater 
than the highest base frequency. The incrementing 
means conditionally adds one to the corresponding 
word in note memory if the comparison generated by 
the comparison means indicates an inequality between 
the base frequency and the lowest order bit of the ad- 
dressed word. By a combination of these elements, oc- 
taves of each of the base frequencies are generated for 
simultaneous output. 

In another embodiment of the present invention the 
invention further comprises a note list memory for stor- 
ing addresses and bit location codes of selected words in 
the note memory. A bit means is provided for selec- 
tively reading every address and bit location code in the 
note memory and for addressing a selected bit from the 
selected words in the note memory. An output means 
adds each of the selected bits and generates a sum out- 
put signal. By virtue of these additional elements, an 
arbitrary waveform may be generated from the base 
frequencies. 

The following figures show one embodiment of the 
present invention whereby simultaneous multiple fre- 


a quencies may be generated according to the present 
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invention. Like elements are referenced by like numer- 
als. 


BRIEF DESCRIPTION OF THE DRAWINGS 


FIG. 1 is the sole FIGURE which illustrates in sim- 
plified block form one circuit organization which can be 
utilized to achieve the objects of the invention. 


DETAILED DESCRIPTION OF THE 
INVENTION 


The present invention is a generator for simulta- 
neously producing multiple frequencies and differs from 
the prior art in that there is no increase in the complex- 
ity or number of circuit elements as the number of si- 
multaneous frequencies desired increases. The present 
invention maximizes the efficiency by which memory 
can be utilized to produce simultaneous frequencies by 
utilizing a single bit to produce each frequency. In the 
illustrated embodiment, a musical tone generator is 
described, although the same principles could be ap- 
plied using ordinary skills in the art according to the 
present teachings in order to devise a generalized fre- 
quency synthesizer. In addition, the illustrated embodi- 
ment will show the generation of a squarewave tone. 
However, it is well understood that sinusoidal, triangu- 
lar or any other non-rectangular waveforms can be 
easily generated based upon the rectangular waveforms 
using well-known waveform generation techniques | 
including, but not limited to, Walsh functions. 

According to the basic principle of the invention a 
plurality of base frequencies or pitches are generated 
from which a multiple number of octaves are con- 
structed. In other words, the musical scale is generated 
in the highest ociave and all lower octaves desired are 
derived therefrom. ‘This can be readily accomplished in 
the present invention by noting that each higher order 
bit in 2 binary word changes as the number increases in 
unit steps. at half the frequency as the next lower order 
bit. Thus, by adding one to the lowest order bit of a 
binary word, the various bits in the word form a repre- 
sentation of as many octaves as there are bits. Thus, a 
single binary word can represent a number of different 
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octaves of a single tone or pitch. In the chromatic scale, 
twelve tones comprise the octave. These twelve tones 
are generated by a conventional top octave generator 
10 (hereinafter TOG). A chromatic scale is described 
only for the purpcses of iliustration and in no way is it 
intended to limit the scope of the present invention. 
Clearly, many other scales or relationships between a 
set of base frequencies can be selects:d according to the 
application and objectives at hand. For example, the 
base frequencies may be numerically generated by a 
computer or may be produced by a fixed memory. 

The twelve output lines of TOG 10 are coupled toa 
multiplexer 12, The output of multiplexer 12 is coupled 
to an exclusive-OR gate 14. A random access memory, 
or note memory 16 provides memory capacity for 
twelve words, each of eight bits in length. In the illus- 
trated embodiment, eight bit words are chosen inas- 
much as this is a convention within the industry and 
moreover, eight octaves are usually sufficient to pro- 
vide a full dynamic range for a musical instrument. The 
lowest order output bit of note memory 16 is coupled as 
the other input to exclusive-OR gate 14, The output of 
OR gate 14 is cov pled to an incrementer 18 whose out- 
put is coupled to the accessed word location from note 
memory 16. 

Thus, the basis of the operation of the present inven- 
tion can be understood by just these few elements. The 
selected pitch, or tone from TOG 10 is coupled through 
a multiplexer 12 to exclusive-OR gate 14. Gate 14 will 
present a J to incrementer 18 in the event that the least 
significant bit of the accessed word from note memory 
16 is different than the value of the base frequency 
selected from TOG 10 during that clocked period and 
otherwise presents a 0 output if the least significant bit 
from the accessed word and the selected pitch from 
TOG 10 are the same. If the vaiue stored in memory is 
different than that present on the selected pitch of TOG 
10, the word in memory is incremented by 1, (the output 
of exclusive-OR gate 14) and stored back into note 
memory 16 at the same accessed address. By selecting 
the comparison or clock rate to be greater than the 
highest frequency of the plurality of base frequencies 
generited by TOG 10, one can always be assured that 
the contents of note memory 16 have been updated 
during a period of time so small that none of the wave- 
forms generated by TOG 10 have changed. In the illus- 
trated embodiment, it is sufficient to drive the circuitry 
of FIG. 1 by a conventional clock at a rate twice the 
highest frequency generated by TOG 10 in order to 
assure this result. 

The output of note memory 16 is also coupled to 
multiplexer 20. Thus, the eight octaves represented by a 
pitch contained in a single word of memory is presented 
to the inputs of multiplexer 20. As will be described 
below in greater detail, the output of multiplexer 20 
ultimately will be coupled to a latch 22 and a digital-to- 
analog converter 24 for conversion into an audio signal 
through the speaker 26 to produce the selected note. 
The note can be arbitrarily selected according to con- 
ventional principles well-known to the art. Pitch can be 
selected by addressing note memory 16 and the octave 
selected by controlling multiplexer 20 according to the 
present teachings. 

Another aspect of the present invention can now be 
understood by reviewing the remaining elements within 
the circuitry of FIG. 1. The present invention is particu- 
larly adapted to a convenient method and means for 
presenting an arbitrary output waveform. In the illus- 
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4 
trated embodiment, a note list word may be constructed 
on a 3-bit field comprising a bit location code represent- 
ing the selected octave of any given pitch. Similarly, a 
4bit field comprises a pitch location cade and is capable 
of representing any one of the twelve pitches within 
each corresponding octave. Thus, a 7-bit word, formed 
of a 3 and 4 bit field, is capable of indicating any one of 
the 96 different notes which the illustrated embodiment 
is capable of generating. By an expansion of these prin- 
ciples, any greater or lesser scale can also be repre- 
sented without undue complication or proliferation of 
circuitry. : 

Note list memory 28 is a random-access memory 
capable of storing these 7-bit words. In the illustrated 
embodiment, in fact, note list memory 28 is a memory 
comprised of 256 bytes. Although note list memory 28 
and note memory 16 have been shown and described as 
separate memories, it is clear that they may in fact be 
distinguishable portions of the same memory elements 
or organized in any other equivalent fashion. Note list 
memory 28 and note memory 16 have been shown and 
described herein as separate memories solely for the 
purposes of clarity of explanation and ease of under- 
standing. In addition, note list memory 28 may be sub- 
stantially larger than 256 words and in fact may be as 
large as practical 10 include as many different notes as 
may be required du-ing any given time period to repre- 
sent a complex oufput waveform. 

The 4-bit pitch location field is coupled from note list 
memory 28 to multiplexer 12 to select the appropriate 
base frequency from TOG 10 as described above and to 
the address input of note memory 46 in order to simulta- 
neously present the appropriate pitch word at the out- 
put of note memory 16. The 3-bit location code or oc- 
tave field is sitnultaneously presented at the output of 
note list memory 28 and is coupled to multiplexer 20 
wherein the appropriate octave of the selected pitch is 
coupled to an incrementer, or accumuiator 30. A con- 
ventional counter 32 passes through the entire address 
domain or note list memory 28 to reac the entire con- 
tents of memory 28 in order to call forth from memory 
16 all the notes required for the simultaneous creation of 
the complex frequency. Each of these selected bits are 
accumulated in accumulator 30. When the entire con- 
tents of note list memory 28 have been read by counter 
32, latch 22 is enabled by counter 32 and the contents of 
accumulator 30 is latched therein. Digital-to-analog 
converter 24 converts the digital signal stored at that 
moment in latch 22 into a corresponding analog voltage 
level. 

The entire contents of note list memory 28 are read 
out at a rate higher than the highest desired output 
frequency in order to insure that the proper value of the 
selected octaves based upon the frequencies of TOG 10 
are accumulated in accumulator 30. By the time that the 
last frequency output of TOG 10 changes value, note 
list memory 28 will be scanned at least twice again to 
select the various pitches and sub-octaves as specified in 
the note list contained within note list memory 28. If a 
pitch in note memory 16 is not contained in note-list 
memory 28, it will not be updated. However, when the 
pitch does appear in note-list memory 28, it will be 
updated. Inasmuch as only the oscillation rate of the bits 
in note memory 16 are significant and not the magnitude 
of the stored number, the time at which updating com- 
mences or ceases is irrele vant. 

1.formation in note list 28 is controlled by an external 
device or computer 34 of any type well-known to the 
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art. In the illustrated embodiment, the entire contents of 
note-list memory 28 can be Changed between any given 
clock cycle by reading in a new list through multipleser 
38 under the address control of multiplexer 36. In other 
words, the address locations in note-list memory 28 are 
Provided by external user device 34, such as through 
software control, by coupling the address through 2-to- 
1! multiplexer 36. Simultaneously therewith, the note 
memory addresses are read into the selected locaticns in 
note-list memory 28 through 2-to-1 multiplexer 38 on a 
data bus line 40 from user 34. Multiplexers 36 and 38 are 
controlled by a select line 42 again controlled by user 34 
in order to appropriately select either data and ad- 
dresses from user 34 or addresses from counter 32. Data 
bus 40 is also bidirectional to allow the contents of note 
list memory 28 to be read through multiplexer 38 for 
any purpose desired by user 34. 

Although the present invention has been described in 
connection with the specifically illustrated embodiment 
as shown in FIG. 1, many other applications or alter- 
ations may be made in the present invention without 
departing from its spirit and scope. For example, addi- 
tional circuitry may be added according to well-known 
design principles by following the present teachings to 
add amplitude information or to directly generate non- 
rectangular waveforms. The amplitude of any given 
note may increased in the illustrated embodiment by 
simply including that note several times in the note list 
memory. Alternatively, additional memory may be 
Provided to store amplitude information which can be 
then used to multiply or amplify the digital analog data 
by any conventional means. In other words, an ampli- 
tude field could likewise be included within the words 
of the note list memory 28 in the same manner and the 
octave and pitch fields. 

Although generation of the notes within note mem- 
ory 16 have been shown by a combined use of exclu- 
sive-OR gate 14 and incrementcr 18, many other alter- 
native means may also be included such as reading the 
word into a register, adding one into the register and 
then rewriting the word back into the same memory 
location; or using note memory 16 in such a manner that 
each word location is an accumulator. 

In addition, other fields within the words stored in 
note list memory 28 may be created and utilized in 
various applications. For example, a tit may be reserved 
to indicate if a certain word should be skipped. This 
would be of use where all the notes in note memory 16 
were constantly updated but only those indicated by 
note-list memory 28 were to produce an audible note. 
One or more bits may also be reserved to indicate which 
of two or more channels of which the output should be 
directed. 

Akhough the present invention has been described as 
a musical tone generator, it must be clearly understood 
that this application is merely a single preferred embodi- 
ment of the inventive concept which can be employed 
productively in many other situations. For example, the 
Present invention may be used to analyze an arbitrary 
waveform by successively approximating the waveform 
by generating a series of iterations by a circuit of the 
type shown in FIG. 1. An external computer can be 
used to make the comparative analysis at each step of 
the iteration and to provide the appropriate feedback 


parameters to the circuitry of FIG. 1 for the next ap- 65 


proximation. The speed of the circuitry of FIG. 1 is 
such that waveform analysis of this type can be easily 
accomplished. 


Thus, what has been devised is a voice, or tone gener- 
ator of heretcfore unobtainable speed, flexibility and 
simplicity. In the prior art, a 256 voice generator re- 
quired hundreds of integrated circuit packages whereas 
a prototype of the present invention was capable of 
functioning as a 256 voice generator with approxi- 
mately 20 integrated circuits. Thus, the circuitry in the 
Present in-ention is capable of applications, not only 
within the field of musical instrumentation but also 
within the fields of test and analysis instrumentation, 
communications, and many other fields as well, 

I claim: 

1. An apparatus for generating simultaneous multiple 
frequencies comorising: 

base frequency means for generating a plurality of 
base frequencies; 

note memory for storing as many corresponding 
words as the number of said plurality of base fre- 
quencies; 

comparison means Zor comparing the lowest order bit 
of each said word in said note memory to said 
corresponding base frequencies, said comparing 
occurring at a higher rate than the highest base 
frequency; and 

increment means for adding 1 to said corresponding 
word in s:‘4 note memory if comnarison by said 
comparison means indicates inequality between 
said base frequency and said lowest order bit; 

wherein said comparison means includes an exclusive 
OR gate and said incrementing means includes an 
incrementer, one input of said exclusive OR gate 
being coupled to said base frequency means and the 
other input of said exclusive OR gate being cou- 
pled to the least significant bit output lire from said 
note memory, the output of said exclusive OR gate 
being coupled to one input of said incrementer, the 
other i:puts of said incrementer being coupled to 
the outputs of said note memory, 

whereby the output of said exclusive OR gate is 
added to the addressed contents of said note mem- 
ory to create a word representative of the pitch of 
the base frequency where each higher order bit is a 
lower octave of said base frequency, and 

octaves of each said base frequencies are generated 
for simultaneous output. 

2. The apparatus of claim 1 further comprising: 

& note-list memory for storing addresses of selected 
words in said note memory and corresponding 
octave field codes; 

note address means for successively reading every 
address and octave field in said note-list memory 
and fcr addressing a selected bit from caid selected 
words in said note memory; and 

output means for adding each said selected bit and 
generating a sum output signal, 

whereby arbitrary waveforms may be generated from 
said base frequencies. 


60 3. The apparatus of claim 2 wherein said base fre- 


quency means is a top octave generator for producing a 
chromatic scries of pitches. 
4. The apparatus of claim 2 wherein said output 
means comprises: 
a multiplexer having its inputs coupled to said note 
memory; 
an accumulator having its input coupled to said multi- 
plexer; 
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25 , . for enabling said digital-to-anal hen sai 
digital-to-analog conversion means coupled to said eccalaiee has acheda fealvaies. or 

accumulator for selectively generating an analog 5. The apparatus of claim 4 wherein said control 

: 5 alge means is a counter used to address and read-out the 

signal from a digital input; and S$ entire contents of said note-list memory. 

control means coupled to said digital-to-analog means ; oo eS 


CF Page 0008 0 0008 


